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VENETIAN CABINETS BY UNITED 


N DESIGNING Venetian type cabinets, United engineers gave primary thought to practicability. When 
this feature was definitely established, permanent charm and appealing beauty were added to form 
the most striking line of Venetian cabinets in the industry. 

A one piece channel frame completely encloses the door, mirror and shock absorbing material, pro- 
tecting the silvering of the mirror from steam vapors and other bathroom elements. The channel frame 
is of solid cold drawn brass or special cold rolled steel. A substantial, specially made link limits the open- 
ing of the door to about 90 degrees. This link may be easily disconnected if it is required to open the 
door wider. The door closes safely and securely against the front frame of the cabinet and the adjustable 
nickeled brass catch engages with a solid brass bullet catch mounted on the side of the cabinet. 

All these advanced features combine to make a line of really fine and enduring cabinets. Their 
surprisingly low cost puts them within reach of an economy installation. 


Constructional Features of All United Cabinets 


INDESTRUCTIBLE Entire cabinet is made of heavy gauge furniture steel and is protected 
against rusting. 

DUSTPROOF Front of cabinet is made from one piece, and the door is mounted to fit 

INTERIORS snugly to exclude dust and dampness. 

CONCEALED Door is hung on heavy concealed hinges which will not sag or tear loose 

HINGES with rough usage. 

HOLLOW STEEL All doors are of the hollow steel type of double thickness. No rabbets are 

DOORS used, as doors close forming an air cushion, eliminating breakage by 
slamming. 

ADJUSTABLE Bulb edge glass shelves are furnished with each cabinet. Shelf clips are 

SHELVES permanently attached and so consiructed as to retain shelf whether door 
hinges right or left. 

SUBSTANTIAL DOOR Where knob is used an ornamental crystal glass knob is furnished. Door is 

KNOB AND CATCH held closed by means of a concealed, easy working, solid brass bullet 
catch. 

BEST QUALITY Mirrors are high grade, polished plate glass, securely mounted and pro- 

PLATE GLASS MIRRORS tected, and may easily be replaced. 

HIGH GRADE All exposed parts of the cabinet are finished with a baked on enamel 

ENAMEL FINISH which produces a smooth, permanent, satin-like finish that is easily cleaned. 


BATH ROOM 


VENETIAN 
Series 7500 


In creating this type of Venetian cabinet, we 
have captured the unusual combination of 
luxurious appearance with rich simplicity in 
design. Because of their universal appeal 
and their harmonious blend with any deco- 
rative treatment, these Venetian cabinets 
have been installed in the finest buildings in 
the country. 


MITRE DESIGN FLORAL DESIGN 


The artistic design of Series 7500, together 
with their vastly superior construction, make 
them ideal for bathroom installation where 
only the finest is desired. The Venetian plate 
mirror is artistically shaped and engraved 
in a simple but attractive design and mount- 
ed in our exclusive channel frame. These 
cabinets are manufactured standard, with 
two differently engraved mirrors, the floral 
design and the mitre design, as illustrated. 


When closed the appearance is that of a 
most appropriate and extremely beautiful 
mirror. The door opens by means of a finger 
clip at the bottom of the frame, and the link- 
stop limits the opening of the door to a right 
angle with the wall. A concealed friction 
catch keeps the door securely closed. The 
cabinet, when opened, immediately im- 
presses one with its sanitary appearance— 
the pure white enamel and absence of dirt- 


collecting cracks and seams. 


SPECIFICATIONS 


WALL OPENING MIRROR 
CATALOG No. me ie a a SHELVES 
16 x 22 2 
7501S 18 x 24 2 
7502 21% x 29% 3 
7503 19% x 27% 3 
16 x 24 2 


Cabinets are furnished standard with 15¢” return flange but may be had with a return flange of 14%", increasing depth of wall opening 12”. 
Furnished with enameled or chromium plated frames. 
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COLONIAL VENETIAN 
Series 6500 


This cabinet is recommended where 
one requires a Venetian Cabinet not 
quite as elaborate as the one de- 
scribed on the previous page, and 
where the rectangular lines of the 
cabinet are more in conformity with 


the ornamentation of the bathroom. 


The construction of the cabinet and 
door is identical with that of the Vene- 
tian Cabinets described on the previ- 
ous page. The fine plate glass mirror 
with its engraved mitre line border is 
completely encased in the channel 
frame and the adjustable catch and 
nickeled link-stop complete these 
carefully appointed cabinets. When 
closed, the door and mirror conceals 
the cabinet, and presents the har- 
monious appearance of a mirror 


fastened to the wall. 


SPECIFICATIONS 


WALL OPENING MIRROR 


CATALOG No. SHELVES 
W. H. D. W. 1S 
*6500S 14% x 16 x 20 2 
6501S 16% x 20% x 2% 18 x 22 2 
6502 Keene. 5¢ 25.0 x 3 21% x 28 3 
6503 16¥2 x 2B x 2% 19% x 26 3 
6504 14% x 20% x 2% 16 x 22 2 


Cabinets are furnished standard with 1%” return flange but may be had with a return flange of 1%”, increasing depth of wall 
opening 2". Furnished with enameled or chromium plated frames. 


* Furnished with plain mirror only. 
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VENETIAN 3-WING 
Series 7530 


For the larger bathroom or where a three 
wing mirror cabinet is desired, the 7530 series 
meets every requirement. The cabinet proper 
is the same as used in the regular 7500 series, 
with a triple mirror provided having adjust- 
able side wings that swing to any angle 
desired. 


The center door swings out- 
ward revealing a commodi- 
ous and well finished medi- 
cine cabinet with adjustable 
glass shelves. The side 
wings swing toward the cen- 
ter affording a perfect triple 
wing mirror for shaving or 
make up. The neatly en- 
graved mirrors comprising 
the doors are mounted in 
continuous channel frames 
which protect them from 
dampness, moisture and 
heat. 


No detail has been over- 
looked in the fabrication of 
this cabinet to insure a per- 
fect job. 


SPECIFICATIONS 


WALL OPENING 


CATALOG No. 
° A = s etutiees SHELVES 
7530 14¥e x 1842 x 2% 33W x 24H 2 
7531 16% x 20% x 2% 37W x 26H 3 
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BATHROOM CABINETS 


FRAMELESS 
CABINETS 


This type cabinet is preferred by 
many because it is made without any 
frame bordering the mirror. The 
mirror is assembled to the door by 
means of four chromium plated 


7000 SERIES spring clips. 


These cabinets are furnished in the 
Colonial Venetian style as well as 
the curved Venetian model. The 
boxes proper are the same as those 
employed in the 7500 series and the 
same fine workmanship is prevalent 


throughout. The plain but smart ap- 


pearance of these cabinets coupled 
with their unusual economy make 


them most desirable. 


SS 
6000 SERIES 
SPECIFICATIONS 
WALL OPENING MIRROR 
CATALOG No. Ww. H Ww. H SHELVES 
*5000 2 
6000 2 
6001 2 
7000 2 
7001 2 


* No. 5000—Furnished with curved top 3/16 crystal mirror, similar to 7000 in design. All other cabinets furnished with finest quality polished 
plate glass mirrors. 
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ECONOMY 
LINE 


Modern trends and modern designs 
decree the use of recessed Venetian 
Cabinets even when economy is a 
dominant factor. To meet these re- 
quirements UNITED has developed 
an economy line that satisfies the 
most exacting demands. The same 
high quality of workmanship, the 
same fine constructive features and 
the same high grade enamel finish 
are carried over from the costlier line. 
Only the mirrors, which are of crystal 
quality, have been changed. 


Because of their extremely low price 
the economy line has won favor 
among builders for use in modest 
and small bathrooms and in down- 


stairs lavatories. 


SPECIFICATIONS 


WALL OPENING 
W. H. 


CATALOG No. pee SHELVES 


124% x 18% 
144% x 18% 
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HE buildings herein illustrated are ¢ 
Steel Bathroom Cabinets. Particular 
nets are made ina widerange of st 
thoroughly good workmanship and mat 
ments of architects and builders of ev« 


1. THE SAN REMO TOWERS, NEW YORK 
CITY. Constructed by H. R. H. Construc- 
tion Co. Architect, Emery Roth. 


2. THE NEW YORKER HOTEL, NEW YORK 
CITY. Constructed by the New Yorker 
Hotel Corporation. Architects, Sugarman 
& Berger. 


3. NATOMA ESTATES, NEW YORK CITY. 
Constructed by Aaron Simon. Architects, 
Boak & Paris. 


ipped with typical installations of United 
significant is the fact that United Cabi- 
s and sizes and of such honest and 
als, that they meet the exacting require- 
type of structure in every locality. 


4. KNICKERBOCKER VILLAGE, NEW YORK 
CITY. Design and construction by Fred 
F. French Co., Inc. 


5. WELFARE ISLAND NURSES HOME, NEW 
YORK CITY. Constructed by Weinstein 
& Ruben, Inc. Architects, Morris & 
O'Conner. 


6. TUDOR CITY, NEW YORK CITY. De- 
signed, financed, constructed and man- 
aged by Fred F. French Co., Inc. 
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CABINETS 


SERIES 1500 


The 1500 Series Cabinet is the result of 
painstaking design and is the last word 
in medicine cabinet construction. The 
door is of the hollow steel type and is 
hung on concealed hinges of unique 


design. 


There are no dirt-collecting seams, and 


when the cabinet is opened, its ex- 


tremely neat and clean-cut construc- 


tion is readily apparent. 


The ingenious method of manufacture 
is indicated in every part—even to the 
smallest detail. This cabinet is recom- 
mended where a product of the highest 


quality is required. 


It is finished in a high grade baked on 
enamel inside and out, and is supplied 


with glass shelves. 


OVERALL 
W. H. 


BEVELLED MIRROR 
W. H. 


CATALOG No. SHELVES 


1500 
*1500-A 
1501 

1501-A 
1502-A 


ONNN WN 


*1500-A can also be furnished with crystal mirror. 


} 
| 
| 
Cabinets are furnished standard with 1%” return flange but may be had with a return flange of 1%”, increasing depth of wall 
opening 2”. : 
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SERIES 1600 


Here is illustrated the short door exposed shelf type of 
medicine cabinet. This type is preferred by many be- 
cause of the very convenient exposed shelf, which 
permits easy access to much used items and articles 
without the necessity of opening and closing the door. 
Particular care has been taken in designing these cab- 
inets to retain their graceful symmetry though short- 
ening the door and as a result we have a well balanced 
and proportioned cabinet suited for any bathroom. 


SPECIFICATIONS 


CATALOG WALL OPENING MIRROR SHELVES 
No. W. H. D. 
1601-A |16% x 22% x 2% 3 
1602-A, 19° x? 25.5 x73 3 
1604-A |16% x 26%2 x 2% 


HOTEL CABINET 
Series 1600-AV 


The Venetian exposed shelf type cabinet combines the 
beauty of the Venetian mirror with the extreme utility 
of the short door type cabinet. The door is of the same 
construction as the standard UNITED Venetian cabinets. 
The mirror is completely encased and protected by the 
one piece channel frame. 


Both the 1600 and 1600-AV types of cabinets can be 
furnished with towel rack, lighting fixture, towel and 
razor strop hook and bottle openers. These accessories 
are shipped separately to be mounted on the job. All 
parts are carefully made and rigidly assembled. The 
lighting fixture is made of glazed porcelain with an 
open glass shade all in keeping with the finish and 
design of the cabinet. These features have been devel- 
oped for the express use in hotels and meet all the 
requirements of America’s foremost architects and 
hotel builders. 


SPECIFICATIONS 


CATALOG] WALL OPENING |OVERALL| MIRROR |supiyrs 
No. : H. Dal Wier. ew? H. 


1601-AV | 16% x 22% x 2%] 19 x 25|19% x 17 3 


[602A ViPTOs mix 8200 SxGe) |-2 x 27 121%" x 19% 3 
1604-AV | 16% x 26% x 2%4/19 x 29]19% x 21% 3 


SAT. rt Fem © iA CABINETS 


SERIES 800 


These are all steel cabinets especially designed for 
wall mounting. They are very rigidly constructed of 
furniture steel and finished in a smooth durable 
baked on enamel. The mirror is entirely encased in 
a hollow steel type door which is equipped with an 
ornamental glass knob and brass friction catch. Two 
steel shelves are firmly fastened within and permit 
cabinet to be hung so that doors swing either right or 
left. The series 800 cabinets are expressly made to 
meet the demands for a low cost well made wall type 


cabinet. These cabinets are stocked with plain crystal 


mirrors but can also be furnished with plain or bev- 


elled plate glass mirrors. 


SPECIFICATIONS 


CATALOG No. OVERALL MIRROR SIZE 
W. isk D. W. H. 


800 WP ste INS, se a! WD oe ANS 


801 14x 18x 4 10 x 14 
802 16 x 20 x 4 WP ore INS 


SERIES 800-V 


The 800-V series cabinets are low priced Venetian 
type for wall mounting. They are constructed of the 
same high grade materials and best workmanship 
as all UNITED cabinets, rigidly made and finished 


in a durable baked on enamel. The mirrors, which 


are crystal, are mounted in continuous channel 


frames, enamelled or chrome plated. 


SPECIFICATIONS 


OVERALL 
H. 


CATALOG No. MIRROR SIZE 


W. 
12x 16x14 
14x 18x 4 


D. 


*Also furnished with engraved plate glass mirror. 
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BATH ROOM 


CONCEALED CLOTHES DRYERS 


The United Concealed Clothes Dryer was designed 
expressly to eliminate the unsightly wire type 
ceiling dryer in use today. The complete unit is 
mounted in a steel cabinet and is furnished for 
wall mounting. The dryer arms spread out to re- 
ceive the clothes and are raised to drying posi- 
tion as illustrated above. 


Only the finest quality maple, that has been scien- 
tifically treated is used for the arms. The entire 
dryer is simply constructed and durable. Cabinet 
is finished in baked on enamel in colors to suit. 
When mounted on the wall it presents a neat and 
compact appearance. 


The United Concealed Dryer is especially recom- 
mended for apartment house use and has been 
accepted by the country’s leading architects and 
builders. 


Wall Type No. 3000 


(ONDE TCAM cceconccaccovocnoesoncoreannooe NAS 3) CRIA Tsk, ore 2 1D) 
SICA Oli yer. ATMS eyes tee eee OO. 
Num bergo he Arn Seren -5. nein ee ee ee ee oe sooll(@) 

Wall Type No. 3010 £..\ 
Overall ee ee ee eV ee Kn Ae ele x D. 
Spread olsDryerm ATINS icc ceeycsncatecpsacessarsnonsdenvse O02 
INUmberamO fA TITS eee seas reece cts eee se crseewiscoscossteereseesO 


This illustration 
shows the wall dryer 
completely closed. 
Note its neat com- 


pactness with sub- 
dued design. 


The above illus- 
trates the wall 
dryer open, but 
without arms 
extended. 
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BATHROOM 


CABINETS 


CLOTHES HAMPER 
Cat. No. 2003 


The hamper shown here is an all steel built in 
receptacle for soiled clothes. The soiled linens are 
inserted through the small door hinged on top and 
removed by unlatching the lower door which is 
vertically hinged and opens outwardly for easy 
removal of clothes, and for cleaning. Both top and 
bottom doors are drawn, double thick, and make 
the unit substantially built. The door handles are 
solid brass, chromium plated and hinges are con- 
cealed leaving a smooth surface without any pro- 
truding points. 


The hamper is finished inside and out with a dur- 
able baked on enamel in white or colors. 


SPECIFICATIONS 


CATALOG No. WALL OPENING OVERALL 
W. H. D. W. H. D. 


2003 16 x 36% x3 18% x 38% x5 


UTILITY CABINETS 
Cat. No. 1000 


Of late, architects and builders, in designing the 
bathrooms of buildings where the modern con- 
venience is emphasized, have added the utility 
or auxiliary cabinet. 


This is a roomy, sanitary and handy cabinet to 
provide a convenient place for storing bulky 
articles which are too large for the medicine cab- 
inet, yet belong in the bathroom. The door is of 
hollow steel, double thickness construction hung 
on strong concealed hinges. It swings easily and 
is secured by a neat, easy working friction catch. 
Two glass shelves and two sanitary hooks are 
provided inside. The entire cabinet is made in a 
typical United manner, finished in a smooth, satin- 
like, white, durable baked on enamel. 


SPECIFICATIONS 


CATALOG No. WALL OPENING OVERALL 
W. H. D. W. H. D. 


1000 16x 36% x3 18% x 38%x5 


BAT HR Oo OoMmM 


UTILITY AND HAMPER 
COMBINATION 


Cat. No. 2004 


The “United’’ Combination Utility 
and Hamper No. 2004 combines the 
drawn front hamper with the utility 
cabinet in one well-made cabinet. All 
doors are double thick. The upper 
door gives access to the compart- 
ment with shelves and hooks for hot 
water bottles, fresh linens, etc. Soiled 
linens are inserted through the cen- 
ter door into the hamper compart- 
ment, and are removed from the 
lower, vertically hinged door. 


An ornamental glass knob is pro- 
vided for the utility door and solid 
brass, chromium plated handles for 
the hamper doors. The entire cabinet 
is finished in a durable baked on 


enamel in white or colors. 


SPECIFICATIONS 
Wer) Deri Goose csnscccerstsqarenczes =? 16" w. x 60" h. 
Over eeery. creeccesscdsticnerantesaree 1894" w. x 62” h. 
CORSE G AN DYE o}4 oi aera arescemcee cane teccoie soon nee aco oie 
XS abka ay | el Lo tne (2 eetopne eee Bate ee Pree eee oes 2 
Dye tby bay WiC eee ng este aca heutsee-tethdogaaresrconassates Sa 
TEOOKS soca o, coho Sessa esse gs cproasev saat valwusganneastisnane, ome 2 
GIGS SHEIVIOS oe cup os Breas tok shat oats boncsusens saaet Sasa 2 
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BATHROOM CABINETS 


SPECIAL SLOTS WHICH 
ENGAGE WITH STUDS 


lo ty 


REAR VIEW 
STUDS 


CATALOG No. MIRROR SIZE 


W. H. 
W. H. 7500S 16 x 22 
W. H. 7501S 18 x 24 
W. H. 7502 21% x 29% 
W. H. 7503 19% x 27% 
W. H. 65008 16 x 20 
W. H. 6501S igs 
W. H. 6502 21% x 28 
W. H. 6503 19% x 26 
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FRAMED MIRRORS 
FOR WALL MOUNTINGS 


Series W. H. 7500 and W. H. 6500 


Supplementing the extensive line of United steel bath- 
room cabinets is a complete group of framed mirrors 
for mounting on the wall. These mirrors are suited for 
use not only in bathrooms but in any room of the 
home. 


The beautifully engraved plate glass mirrors are com- 
pletely protected by and enclosed in a one-piece 
channel frame. 


The channel frame is made of solid brass when chrom- 
ium finish is desired, or of cold rolled steel with a durable 
enamelled finish. These frames can be finished to match 
special colors. 


For public buildings, to reduce loss by theft, we have 
developed a special mounting arrangement. This con- 
sists of a bracket with studs, which is first securely 
fastened to the wall. The mirror back is perforated with 
special bayonet slot holes through which the studs 
pass. The mirror is placed with the studs through the 
large diameter section of the slots, then moved in a hor- 
izontal direction, and then drops down vertically. Any 
person unacquainted with the exact procedure of hang- 
ing the mirror will have considerable difficulty trying 
to remove it. 


A FEW RECENT INSTALLATIONS OF “UNITED” 
BATHROOM CABINETS 


Knickerbocker Village—New York City 


Architect—Fred F. French Co., Inc. 
Constructed by Fred F. French Co., Inc. 


Tudor City—New York City 


Architect—Fred F. French Co., Inc. 
Constructed by Fred F. French Co., Inc. 


Hotel Pierre—New York City 


Architect—Shultze & Weaver 
Constructed by Fuller Construction Co. 


Hotel Edison—New York City 


Architect—H. J. Krapp 
Constructed by M. J. Kramer Co. 


Barbizon Plaza—New York City 


Architect—Lawrence Emmons 
Constructed by Park-Sixth Ave. Corp. 


Hotel Manger—Boston, Mass. 


Architect—Funk & Wilcox 
Constructed by Blane-Sinek 


Hotel Mallow-Sterling—Wilkes-Barre, Pa. 


Architect—Warren & Whitmore 
Constructed by John Curtis & Co. 


Hotel Claridge—Atlantic City, N. J. 


Architect—Ch. H. Roberts 
Constructed by Roberts & Roller 


Hampshire House—New York City 


Architect—A. Rolin Caughey 
Constructed by Schroeder & Koeppel 


San Remo Towers—New York City 


Architect—Emery Roth 


Constructed by H. R. H. Construction Corp. 


Majestic Apartments—New York City 


Architect—Irwin S. Chanin 
Constructed by Chanin Construction Corp. 


Popham Hall—Scarsdale, N. Y. 


Architect —G, F. Pelham 
Constructed by Scarsdale, Inc. 


Hotel New Yorker—New York City 


Architect—Sugarman & Berger 
Constructed by New Yorker Hotel Corp. 


Garden Bay Manor—Jackson Heights, N. Y. 


Architect—D. Robert Swartberg 
Constructed by Center Contracting Co., Inc. 


Buckingham Community—Arlington, Va. 


Architect—A. S. Freed 
Constructed by Geran Realty Corp. 


MacEvoy Court—Newark, N. J. 


Architect—Ernest Flagg 
Constructed by Clifford F. MacEvoy Co., Inc. 


Kent Manor—Kew Gardens, N. Y. 


Architect—Seelig & Finkelstein 
Constructed by 1610 Ave. P. Corp. 


Development of Dundalk, Maryland 


Architect—G. W. Iser 
Constructed by Parklap National Builders, Inc. 


The Carlyle—New York City 


Architect-Rosario Candella 
Constructed by Calvin Morris Corp. 


Colonial Village — Fleetwood, Mt. Vernon 


Architect—Silbley-Fetherston 
Constructed by Comstock Construction Corp. 


Welfare Island Nurses Home—New York City 


Architect—Morris & O'Conner 
Constructed by Weinstein & Reuben, Inc. 


Brighton Beach Gardens, New York City 


Architect—Kavy & Kavovit 
Constructed by Brighton Beach Gardens, Inc. 


Hudson House—Ardsley-on-Hudson 


Architect—Schreve, Lamb and Harmon 
Constructed by Hudson House, Inc. 


Scarsdale Manor—tEastchester, N. Y. 


Architect—-R. H. Bowden 
Constructed by Garock Bldg. Corp. 


Designed and Created by Thompson Co. Printers, Inc., 


